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Breast Cancer Prevention by Inducing Apoptosis in DCIS Using Breast Ductal Lavage 
Introduction: 

Although great strides have been made in breast cancer screening and treatment, it 
remains the second highest cause of cancer-related deaths for women in the United 
States. Current prevention has focused on oral administration of chemopreventive 
agentsd which appears to decrease breast cancer incidence but increases the risk for 
secondary treatment-induced disease. In addition, these chemopreventive agents may not 
be effective in preventing those lesions that are estrogen receptor (ER) negative based on 
its primary function of suppressing cell proliferation by blocking the estrogen receptor. 
We hypothesize that programmed cell death (PCD) is dysregulated in premalignant and 
malignant breast cells which permits both ER-positive and ER-negative cells to avoid cell 
death. We intend to investigate whether treating premalignant breast cells with a 
molecular genetic-based agent (antisense bcl-2/bcl-xL oligonucleotide) may be effective 
alone or in concert with tamoxifen treatment to induce cell death in both ER-positive and 
ER-negative cells. Ultimately, we envision using the newly developed technique of 
breast ductal lavage to not only screen women for increased risk in developing breast 
cancer, which is currently being performed, but to also use this technique to delivery 
genetic-based preventive agents and/or a chemopreventive agent directly to the breast 
ductal lobe of these high risk individuals thus eliminating any potential for secondary 
treatment-induced diseases. 

Body: 

Approval for the Use of Human Anatomical Substances 

Received approval from the DoD’s Human Subject Protection Office for the use 
of human anatomical substances to obtain breast ductal lavage samples on March 12, 
2006. 

Received approval from the DoD’s Human Subject Protection Office for the use 
of human anatomical substances to utilize five previously established primary explant 
DCIS cell lines and two previously established primary explant normal breast cell lines 

on June 6, 2006. 

Approval for No Cost Extension 

Received approval from the DoD on May 6, 2006 for a no cost extension for the 
period until August 31, 2007. 

Statement of Work 

Task 1. Determine expression pattern of the PCD regulatory genes bcl-2, bax, and bcl-xL 
in primary DCIS cultures (Months 1-6): 

a. Protein analysis of Bcl-2, Bax, and Bcl-xL using Western blotting and 
immunofluorescent staining. 
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I have recently received DoD approval (6-6-06) to work with the proposed five 
DCIS and two normal primary explant breast cell lines provided by Jean Latimer, PhD 
from the University of Pittsburgh Medical Center. At this time, Dr. Latimer has sent two 
DCIS cell lines (designated DCIS3 and DCIS4) and one normal breast cell line 
(designated BRL23). I have begun Western blot analysis to determine the endogenous 
protein levels for Bcl-2, Bcl-xL, and Bax. As can be seen in Figure 1, DCIS3 expresses 
both Bcl-2 and Bcl-xL but the normal breast cell line BRL23 does not express any 
detectable amounts of either protein. 
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Figure 1. Western blot analysis of endogenous levels of Bcl-2 and Bcl-xL. Equal 
amounts of total protein (50pg), as measured by spectroscopy using a standard protocol, 
was loaded into each lane of a 4-20% gradient polyacrylamide gel. Following protein 
transfer to a PVDF membrane, the blots were incubated in primary antibody (Bcl2 1:500, 
Dako; Bcl-xL 1:1000, Zymed; or P-actin 1:2000, Chemicon) overnight at 4° followed by 
incubation with a HRP secondary antibody (1:1000, Dako) for 2 hrs at room temperature. 
Chemiluminescence staining (Pierce) was performed followed by exposure to 
autoradiograph film. A. lanes 1 and 8: normal breast primary explant cell line BRL23; 
lanes 2-7: DCIS3 primary explant cell line B. lanes 1 and 2: normal breast primary 
explant cell line BRL23; lanes 3: DCIS3 primary explant cell line. 
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This preliminary evidence supports our hypothesis that programmed cell death is 
dysregulated in DCIS as compared to normal breast tissue. This will allow us to perform 
Task 2. Hopefully, we will receive the additional three DCIS cell lines and one normal 
cell line from Dr. Latimer to complete Task 1 and continue with Task 2. 

Task 2. Determine whether down-regulation by genetic manipulation of the anti- 
apoptotic genes bcl-2 and/or bcl-xL alone or in conjunction with physiological 
preventive doses of tamoxifen has the highest induction of PCD in primary DCIS 
cell cultures (Months 6-18): 

a. Treatment with antisense and control oligonucleotides and/or tamoxifen. 

b. Protein analysis of Bcl-2, Bax, and Bcl-xL using Western blotting and 
immunofluorescent staining. 

c. Quantify mRNA for bcl-2 or bcl-xL using a PCR-based assay. 

d. Determine effect of treatment on programmed cell death markers using 
assays for DNA fragmentation and caspase activation. 

We have also begun to complete Task 2 using the DCIS primary explant cell line 
that we have received. Our initial studies, based on the preliminary data obtained in Task 
1, involves treating the DCIS cells with an antisense bcl-2/bcl-xl oligonucleotide and/or 
4-hydroxytamoxifen (Sigma). We then determined the effect of this treatment on the 
programmed cell death pathway by performing a pan caspase activation assay 
(Immunochemistry Technologies) using a flourescent microscopy protocol which we 
determined both caspase activation and the presence of apoptotic bodies (Figure 2). 


A B C 



Figure 2. Induction of programmed cell death in the DCIS3 primary explant cell 
line after treatment with an antisense bcl-2/bcl-xl oligonucleotide and/or 4- 
hydroxytamoxifen. DCIS3 cells were treated with 0.5pg nonsense control or antisense 
bcl-2/bcl-xl oligonucleotides for 24 hrs then treated with 5pM 4-hydroxytamoxifen for an 
additional 24 hrs. Nuclei are stained with Hoechst 33342 (blue), oligonucleotides are 
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labeled with Fam (green), caspase activation identified by VAD cleavage (red) and 
indicated with arrows. A. Medium control B. nonsense oligonucleotide C. antisense 
bcl-2/bcl-xl oligonucleotide D. 4-hydroxytamoxifen E. nonsense oligonucleotide and 4- 
hydroxytamoxifen F. antisense bcl-2/bcl-xl oligonucleotide and 4-hydroxytamoxifen. 

The results of this preliminary analysis are summarized in Table 1. This analysis 
indicates that all treatment conditions, except medium control, induce an increase in 
programmed cell death with the highest induction with treatment of antisense bcl-2/bcl-xl 
only. These preliminary studies need to be repeated and performed at different time 
points but do show promise as a potential preventative therapy by inducing programmed 
cell death in DCIS. We will also continue to complete Task 2. 


Table 1. 


Treatment Condition 

Transfection 
Efficiency (%) 

Caspase Activation and/or 
Apoptotic Bodies (%) 

Medium control 

NA 

0 

Nonsense oligonucleotide control 

76 

7.6 

Antisense bcl-2/bclxl oligonucleotide 

86 

18.0 

4-hydrox5damoxifen 

NA 

6.9 

Nonsense oligo & 4-hydrox5damoxifen 

87 

11.9 

Antisense oligo & 4-hydroxytamoxifen 

78 

12.0 


NA - Not appropriate 


Task 3. Determine expression pattern of the PCD regulatory genes bcl-2, bax, and bcl-xL 
in cells obtained by breast ductal lavage (Months 18-24): 

a. Protein analysis of Bcl-2, Bax, and Bcl-xL using immunofluorescent 
staining. 


Breast ductal lavage samples were obtained from twenty-one informed patients. 
Unfortunately, the vast majority of these lavage samples had a very limited number of 
cells (at most hundreds) to evaluate and most of those cells were not ductal in origin. 
Most cells obtained have been squamous epithelium from the nipple, red blood cells, and 
macrophages and/or histiocytes (Figure 3). Currently, we have temporarily put this task 
on hold to focus our efforts on Tasks 1 and 2. However, I have been in consultation with 
the surgeons performing the ductal lavage procedure and the company (Cytyc) who 
manufactures the devices used in the lavage procedure. We are hopeful to rectify this 
problem shortly and to be able to successfully obtain sufficient cell numbers for Task 3 
and 4. 
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Figure 3. Flourescence microscopic analysis of cells obtained from ductal lavage 
procedure. Nuclei were stained with DAPI. A. Squamous epithelium from nipple. B. 
Histiocytes (white arrow). C. Macrophage (white arrow) and red blood cells (red arrow). 
D. Breast duct epithelial cells. 


Task 4. Determine whether down-regulation by genetic manipulation of the anti- 
apoptotic genes bcl-2 and/or bcl-xL alone or in conjunction with physiological 
preventive doses of tamoxifen has the highest induction of PCD in cells from 
breast ductal lavages (Months 24-36). 

a. Treatment with antisense and control oligonucleotides and/or tamoxifen. 

b. Protein analysis of Bcl-2, Bax, and Bcl-xL using Western blotting and 
immunofluorescent staining. 

c. Quantify mRNA for bcl-2 or bcl-xL using a PCR-based assay. 

d. Determine effect of treatment on programmed cell death markers using 
assays for DNA fragmentation and caspase activation. 


Key Research Accomplishments: 

• Shown the anti-apoptotic proteins Bcl-2 and Bcl-xL are overexpressed in 
DCIS cells as compared to normal breast tissue. 

• Treatment of DCIS cells with antisense bcl-2/bcl-xL oligonucleotides 
and/or 4-hydroxytamoxifen induces programmed cell death. 
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Reportable Outcomes: N/A 
Conclusions: 

After receiving DoD approval to use the DCIS and normal breast primary explant 
cells, we have been able to begin Tasks 1 and 2. These initial studies support our 
hypothesis by showing that DCIS eells have a dyregulated programmed eell death 
pathway and are overexpressing Bcl-2 and Bel-xL compared to normal breast tissue. We 
have also shown with this initial data that treatment of DCIS eells with antisense bcl- 
2/bel-xl oligonucleotides and/or 4-hydroxytamoxifen induces programmed cell death. 
We antieipate the suceessful eompletion of Tasks 1 and 2 once Dr. Latimer supplies the 
additional three DCIS and one normal breast tissue explant cell lines. We also expect to 
overcome the teehnieal problem regarding obtaining suffieient eell number and eell types 
with the ductal lavage procedure to aeeomplish Task 3 and 4. 

References: N/A 

Appendices: N/A 
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